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$5,000 in rebates, SEP:108 

Want savings? Focus policies on 
cost control, AUG:93 


Disaster Preparedness and Response 


Demonstrate readiness for commu- 
nitywide disaster, JUL SDS 
Accreditation Updaie Suppl:4 





When looking for information on a specific topic, back issues of Same-Day Surgery newsletter may be useful. If you 
haven't activated your on-line subscription yet so that you can view back issues, go to www.same-daysurgery.com. 
On the left side of the page, click on “activate your subscription.” You will need your subscriber number from your 
mailing label. Or contact our customer service department. Telephone: (800) 688-2421 or (404) 262-5476. Fax: (800) 
284-3291 or (404) 262-5560. E-mail: customerservice@ahcmedia.com. 


December 2007 / Supplement to SAME-DAY SURGERY® 


Index 





Disaster Specific Response Duties / 
Roles, Code Red: OCT SDS 
Accreditation Update Suppl:Online 

Disaster Specific Response 
Duties/ Roles, Evacuation of 
Center: OCT SDS Accreditation 
Update Suppl:Online 

Georgia hospital hit by F3 tornado, 
APR:41 

What will you do if disaster hits 
your ORs? APR:44 


Documentation/Tools 

Building Maintenance Program 
Data Collection Sheet, JUL SDS 
Accreditation Update Suppl:Online 

Building Maintenance Program 
Quarterly Effectiveness 
Summary, JUL SDS Accreditation 
Update Suppl:Online 

Disaster Specific Response 
Duties / Roles, Code Red: OCT 
SDS Accreditation Update 
Suppl:Online 

Disaster Specific Response 
Duties / Roles, Evacuation of 
Center: OCT SDS Accreditation 
Update Suppl:Online 


Medication Reconciliation List, OCT 


SDS Accreditation Update 
Suppl:Online 

Medication safety tops list of sur- 
veyors’ focus, OCT SDS 
Accreditation Update:1 

Pre-Anesthetic Evaluation, 
OCT:Online issue 

Sample Building Maintenance 
Program Policy, JUL SDS 
Accreditation Update Suppl:Online 


Equipment/Supplies (Also see Lapa- 
roscopy/Endoscopy, and Technology) 
Capital equipment process made 
simple, APR:48 

Company refuses FDA request for 
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facturing, SEP:111 

FDA: Stop using Custom 
Ultrasonics washer, MAY:63 

From fighter pilots to lap proce- 
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My personal experience with spinal 
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Silicone implants approved for U.S., 
FEB:27 

Silicone implants are back, but little 
reason to fear, AUG:98 
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My personal experience with spinal 
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CMS revises guidelines on informed 
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Don’t wait for a patient fall in your 
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Update Suppl:1 
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with peds, MAY:59 

Parents give thumbs up to informed 
consent system, MAY:60 


Reduce anxiety in children, parents 
for better outcomes, JUN:73 


Updated guidelines focus on moni- 
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